I I I I
I
\ I I I
WEIGHTS OF OILS AND OTHER LIQUIDS
As most storage tanks contain oils, water or other well-known liquids, we are appending a table of needed information covering the general line of liquids.
TABLE OF WEIGHTS
	Average Specific Gravity	Lbs. in 1 Gal.	Lbs. in. 1 Cu. Ft.
Alcohol 90%	.8228	6.85	51.43
Alcohol 95%	.8089	6.74	50.56
Asphaltum	1.4	11.68	87.3
Castor Oil	.9639	8.03	60.24
Cotton Seed Oil	.9302	7.75	58.14
Creosote Oil	1.07	8.94	66.8
Fish Oil	.9205	7.67	57.53
Gasoline	.6511	5.42	40.69
Kerosene Oil	.8000	6.66	50.00
Lard Oil	.9175	7.64	57.34
Linseed Oil, boiled	.9411	7.84	58.81
Linseed Oil, raw	.9299	7.75	58.12
Molasses (crude)	1.458	12.17	91.00
Muriatic Acid (HC1)	1.201	10.03	75.00
Naphtha	.717	6.00	44.88
Neatsfoot Oil	.9142	7.62	57.14
Nitric Acid (HNOs) 91%	1.50	12.57	94.00
Petroleum (crude)	.88	7.36	55.00
Petroleum (refined)	.81	6.69	50.00
Pitch	1.07 to 1.15	9.23	69.00
Snow (fresh fallen)	.125	1.07	8.00
Sperm Oil	.8815	7.34	55.09
Sulphuric Acid (H2SO4) 87%	1.80	14.98	112.00
Tar	1.2	10.03	75.00
Water	1.000	8.33	62.50
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